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Par. 3. Any person found violating these regulations in regard to limitaand bounda- 
ries, as set forfii in section 1 of these regulations, should be properly instructed as to 
said provisions and in the event that they fail to comply with same they will be 
arrested and prosecuted. 

[Ordinance adopted Feb. 14, 1911.] 

TOWN OF EAST PKOVIDENCE, K. I. 

PRIVIES AND CESSPOOLS — CONSTRUCTION, MAINTENANCE, CLEANING, AND DISPOSAL 

OF CONTENTS. 

SectionI. Every dwelling house, tenement house, or other building occupied by 
human beings, situated upon any street through which water is not conducted in 
pipes, shall have at least one suitable water-closet or privy, properly ventilated and 
communicating directly with the open air, for every 15 occupants of said dwelling 
house, tenement house, or other occupied building; occupants of two or more houses 
may use the same water-closet or privy, if access thereto be direct, and the above 
proportion of users be not exceeded. 

Sec 2. No privy vault or cesspool shall hereafter be constructed without special 
permit in writing from the town council, except as may be provided hereinafter in 
section 3. No privy vault or cesspool shall hereafter be constructed where the prem- 
ises are situated on any lot abutting on a street or avenue having a foul water sewer. 
Permits for privy vaults or cesspools, if issued at all, will be issued on the condition 
that the structures will be for temporary use only, and that their use must cease and 
the structures be destroyed, or cleaned out, disinfected, and filled up with earth, 
sand, gravel, or ashes to the satisfaction of (he health officer, upon written notice so to 
do from the town council, signed by the council clerk, when and as soon as connection 
with a public sewer can be made'; provided, nevertheless, that the town council in 
its discretion may permit any cesspool after the premises have been connected with 
a public sewer, and the cesspool has been cleaned out and disinfected, to be used as 
a receptacle for water draining from the roofs of dwelling houses and other buildings. 

No privy vaults may hereafter be constructed within 3 feet of the line of an adjoin- 
ing lot (except by the consent of the owner of said lot) nor within 2 feet of the line of 
any private or public passageway, and must be so constructed that no surface water 
can find access to said vault. Every privy vault shall be sunk under the ground, con- 
tain at least 6 cubic feet, be constructed of brick, stone or Portland cement, and be 
made water-tight. Every such vault shall have convenient approaches for opening and 
cleaning, and such approaches shall be properly covered. Each outhouse or compart- 
ment of an outhouse built over a privy vault must have independent and efficient 
means of ventilation. All openings, save those of the seats, must be securely screened 
with copper or tinned wire netting of 16 mesh, and these screens must be maintained 
in effective condition. Each opening in the seat must be provided with a close- 
fitting hinged cover, so arranged that it will remain open so long as it is held open 
and will close automatically when the seat is vacated. 

No cesspool hereafter may be constructed within 20 feet of any street, road, or public 
place, or within 50 feet of any well or spring, the water of which is used for drinking 
purposes, and, when so required by the town council, every cesspool shall be made 
water-tight. Every cesspool shall be properly covered with stone or iron, so that the 
cover may be readily removed and the contents inspected. 

No well shall be used as a cesspool or privy vault, and no cesspool or privy vault 
shall be allowed under a sidewalk or building occupied by human beings. 

Sec 3. The town council may order every lodging house, tenement house, or 
dwelling house, unless the same be connected with a public sewer, to be provided 
with a cesspool, properly connected with the house drain, of such dimensions and built 
in such situation and such manner as it.may, in its discretion, determine; and it may 
fix the time within which such order must be complied with. 

Sec 4. No person shall deposit or allow to be deposited in any privy vault or cess- 
pool any ashes, swill, rubbish, refuse, or any other such substance except that of which 
any such place is the appropriate receptacle, nor shall any surface water be allowed 
to run into any vault or cesspool. 

Sec 5. No person shall allow the contents of any cesspool to rise within 1 foot of 
any part of the top or to allow any privy vault or: cesspool. to become ;in any way a 
nuisance or offensive; and when required .by the town council any owner of such 
privy vault or cesspool shall disinfect the same in such manner asvmay be required 
by said .town council. 

"Sec 6. No person shall permit any privy, urinal, water-closet, or other fixture, or 
any drain, waste pipe, soil pipe, or catch basin to become a nuisance or in any way 
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offensive; nor shall any person allow any injurious substance to pass into any drain 
or waste pipe or allow any drain, waste pipe, or soil pipe to become obstructed or to 
leak. But if such drain, waste pipe, or soil pipe shall become obstructed or shall leak 
the owner, agent, occupant, or other person having charge of the premises on which 
such drain, waste pipe, or soil pipe is situated shall find and remove 6uch obstruction 
and find and remove such leak. If any sewer gas or foul odor shall escape from any 
drain, soil pipe, waste pipe, or any fixture into any cellar or any part of an occupied 
building the owner, agent, or lessee of such cellar or building shall immediately find 
out and remedy whatever may cause such escape. 

[Chap. 4 of an ordinance adopted Aug. 2, 1911.] 

Section 1. No person shall bring or cause to be brought into this town, or shall 
carry into or through any public highway or street in this town, any part of the con- 
tents of any privy vault, cesspool, or slaughterhouse offal, or other offensive matter 
without first obtaining a license from the town council for that purpose, the number 
of said license to be placed on the vehicle' used to convey said matter, and the party 
obtaining such license shall pay to the town clerk the sum of $1 therefor. Such per- 
son shall also have his wagon and tubs examined by the health officer and shall obtain 
a permit from him before using the same, which permit must be sent with the wagon 
at all times so as to be shown to the police when called for. 

Sec. 2. No person or persons shall at any time whatsoever carry into or through 
any public highway or street in this town any part of the contents of any privy vault, 
cesspool, slaughterhouse offal, or any offensive matter in any cart, wagon, or other 
vehicle, or tubs, which shall not be kept effectually covered and perfectly water- 
tight. 

Sec. 3. The box of the wagon used for the carrying of the contents of privy vaults , 
cesspools, slaughterhouse offal, or any offensive matter shall be well painted" in such 
manner as the health officer may prescribe, and must be kept clean on the outside. 
The license number and the number of cubic feet capacity must be well painted on 
tin, the figures to be not less than 3 inches in size, must be placed on both sides of the 
box, and must be kept clean so as to be easily read. 

Sec 4. No cart, wagon, or other vehicle having therein any part of the contents of 
any privy vault, cesspool, slaughterhouse offal, or any offensive matter shall be per- 
mitted to stand (except while loading) in any public street or highway in this town. 

Sec. 5. From the 1st day of May to the 1st day of November the night soil must be 
disinfected previous to removal. The removal of night soil shall always be done in 
the daytime unless by special permit. From the 1st day of August to the 1st day of 
December the tubs only can be used. 

Sec 6. Whenever any person shall convey into this town the contents of any privy 
vault, cesspool, slaughterhouse offal, or other offensive matter, to the extent that it 
becomes a nuisance or obnoxious, or cause the same to be done by others, it shall be the 
duty of the health officer to serve a written notice upon the person or persons causing 
the same, ordering him or them to forthwith discontinue the same, and if said order 
is not complied with within 24 hours, the town council shall revoke his or their license, 
if he or they have any, and a further penalty shall be imposed by a fine of not less than 
$5 nor more than $20. 

Sec 7. No person shall dump any part of the contents of any privy vault, cesspool, 
or slaughterhouse offal, or other offensive matter, within the limits of the compact 
portions of the town, without the written permission of the health officer. Nor shall 
any person dump the same in any portion of the town within 500 feet of any dwelling 
house belonging to or occupied by any other person or corporation except by the written 
consent of the health officer. 

Sec 8. The health officer shall have power to forbid the dumping of any part of the 
contents of any privy vault, cesspool, or slaughterhouse offal, or other offensive matter 
in any part of the town, in case he should find the same to be injurious to health or 
offensive to residents in the vicinity. He shall also have power, should he deem it 
necessary, to notify all persons holding licenses from the town council for carrying 
the contents of any of the foregoing, within what limits the same may be dumped, 
and no person shall thereafter dump the same in any part of this town except within 
the limits defined by the health officer. 

Sec 9. Any person who shall bring or cause to be brought into this town any part 
of the contents of any privy vault, cesspool, slaughterhouse offal, or other offensive 
matter whatsoever, in any cart, wagon, or other vehicle and deposit the same in any 
place where it may impair health, or by offensive odors annoy persons within their 
dwellings or while traveling on any of the public streets or highways in the compact 
part of this town, shall be fined not more than $20 or be imprisoned for the term of 10 
days, and his license shall be revoked. 
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Sec. 10. No person shall remove, carry, or transport over, upon, or through any street 
or highway of the town of East Providence any diseased or putrid meat condemned by 
the health officer of said town, or the dead body of any horse, ass, mule, ox, cow, bull, 
hog, or other large animal, not slaughtered and in condition for use as food, except as 
may be provided by the statutes of the State, unless specially authorized so to do by 
the town council; and every person violating the provisions of this section shall pay 
for each offense a fine of not less than $10 nor more than $20. 

Sec. 11. Any person violating any provision of this chapter wherein no penalty is 
herein otherwise prescribed, shall be fined not less than $5 nor more than $20 for every 
violation thereof, and shall be fined not exceeding $20 for each day's continuance of 
the said violation after the service of the notice issued upon the first complaint. 

[Chap. 31 of an ordinance adopted Aug. 2, 1911.] 



